Sir Philip Sidney.
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His second viccroyship lasted until March, 1571.
Through more than two and a half years he worked
as zealously as before in Queen Elizabeth's service,
and his labours met with the same reward. More
than ever, as he averred, the Earl of Ormond was
his "professed foe" and the chief cause of the
harsh treatment he received. "According to his
piquant speeches I had sour letters, which in truth
to me were tortious; for when my designs were
reasonable, my proceedings painful, and my success
and the event both profitable and honourable, what
should I say but Miserere nobis, Domine!"

